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A: LOCATION 



























































































































































Connector Connecting to 
No. Pole Color Area No. Description 
i1 28 Blue B-1 B36 
i2 25 * B-1 B403 Bulkhead wiring harness 
i3 16 * B-5 B38 
i5 20 * B-1 Fuse & relay box (F/B) 
i6 16 * C-2 Remote control mirror switch 
i10 30 Green B-2 oh 
: Combination meter 
i11 14 Green B-2 
i22 4 * B-4 Hazard switch 
i23 2 * B-4 Glove box light 
i26 16 * C-2 Audio 
i29 1 Black C-4 Audio bracket ground 
i839 8 * C-2 Headlight beam leveler switch 
i51 2 * B-5 Sunload sensor 
i53 22 Blue C-5 R98 Rear wiring harness 
i76 25 * C-1 D84 Front door cord LH 
i78 15 Blue C-2 Push switch 
i79 6 * C-2 Illumination control module 
i82 4 * B-3 : 
- Joint connector 
i83 4 * B-3 
i84 35 Gray B-2 Body integrated unit 
i85 14 * C-4 Audio 
i88 8 Black C-4 A/C control panel 
i96 8 * B-5 Keyless entry control module 
i97 22 * B-2 
= * oe Joint connector 
i99 12 * B-5 
i100 12 * B-5 
i101 25 * C-5 D83 Front door cord RH 
i102 20 Blue C-1 R167 Rear wiring harness 
i106 4 * B-3 TV monitor (Rearview camera) 
ue = * Be Joint connector 
i114 12 * B-5 
i116 10 Green B-4 Warning box (RH) 
i117 8 Black B-4 MFD switch 
i118 8 Black B-4 Navigation system switch 
i119 16 Black B-3 
i120 20 Black B-3 TV monitor 
i121 8 Black B-3 
i122 22 Green B-3 MFD 
i123 14 Green B-3 Warning box LH 
i126 12 Black C-2 ; 
: Joint connector 
i127 12 Black C-2 
i129 8 * C-3 Impact sensor 
i130 22 * C-3 R230 Rear wiring harness LH (center) 
i131 20 Black C-4 Audio unit 
i132 22 * B-5 R243 Roof harness 
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Connector Connecting to 
No. Pole Color Area No. Description 
1133 5 Green B-3 TV monitor (Rear entertainment) 
i134 3 * B-2 Turn signal hazard relay (Sound) 
i141 4 * C4 

CAN joint connector 

i142 4 * C-1 J 
i“ x os Joint connector 
i144 4 * B-2 
i145 32 * C-3 AUX switching unit 
i146 12 Black B-3 . 
; Joint connector 
i147 12 Black B-3 
i148 20 Blue C-4 XM radio 
i149 12 Black B-2 : 
: Joint connector 
i150 12 Black B-2 











> : White or natural color 
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